
2* SERIAL NO. !2 A WILL BE READY FOR DELIVERY ON OR BEFORE 
A DECEMBER e SERIAL NO. 125 WILL BE READY FOR DELIVERY ON OR 
BEFORE U DECEMBER. 

3. PLEASE ADVISE IF THESE UNITS ARE TO BE TEST FLOWN AT 
PRIOR TO DELIVERY TO 




4 ® SERIAL NO 0 S 23 & 26 ARE COMPLETE EXCEPT FOR MIRRORS* 
BASED ON PRESENT MIRROR DELIVERY SCHEDULES 


EXPECTS TO 


DELIVER SERIAL NO. 23 ON 23 DECEMBER AND SERIAL NO. 26 ON 
15 JANUARY 1965 « 

5 « NOTE S SERIAL NUMBERS IN 100 SERIES HAVE INTERIM 
BROUWER LENS. 

END OF MESSAGE 
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